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UNCLASSIFIED 

PAGE 01 TAIPEI 05781 290657Z 
ACTION NRC-07 


Message Text 


INFO OCT-01 EA-12 ISO-OO OES-09 DOE-15 SOE-02 /046 W 

001092 291909Z/12 

R 290655Z AUG 78 
FM AMEMBASSY TAIPEI 
TO SECSTATE WASHDC 8762 


UNCLAS TAIPEI 05781 


PASS TO NUCLEAR REGULATORY COMMISSION (LAFLEUR) 

E.O. 11652: N/A 
TAGS: MNUC 

SUB J : NRC BOILING WATER REACTOR COURSE IN TAIPEI 


1 . THIS TO CONFIRM RECEIPT OF LAFLEUR TO SIMMONS LETTER. 
MISSION RESPONSE CONTAINED IN LETTER DATED AUGUST 16 
INDICATED NO PROBLEM WITH REPRODUCTION OF VUGRAPHS AND 
OTHER TRAINING MATERIALS NEEDED FOR BWR COURSE IN NOVEMBER. 


2. RE FUNDING, CAEC SEC-GEN VICTOR CHENG INFORMED US 
AUGUST 28 THAT HE UNDERSTOOD NRC WOULD PAY TRANSPORTATION. 
HOTEL AND MISCELLANEOUS OTHER COSTS FOR INSTRUCTORS. NRC 
SHOULD FIGURE ABOUT US DOLS 1600 PER PERSON ROUND TRIP 
WASHINGTON-TAIPEI-WASHINGTON. PER DIEM RATE FOR TAIPEI IS 
US DOLS 60. SINGLE HOTEL ROOMS ARE ABOUT US DOLS 30 PER 
DAY WITH GOVERNMENT DISCOUNT. CAEC WOULD PROVIDE LOCAL 
TRANSPORTATION. 


3. PLS ADVISE IF UNDERSTANDING RE FUNDING IS INCORRECT. 


4. FYI, SIMMONS HAS DEPARTED POST. NEW NUCLEAR ENERGY 
OFFICER IS JAMES C. SUGGS. UNGER 


UNCLASSIFIED 


NNN 
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